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Drawn from maps & profiles 
prepared by J. Gordon Turnbull & 
Sverdrup & Parcel, architect engineers, 
for Standard Oil Company of California; 
“approved as built ” 
by the U.S. Army Engineers office, 
Edmonton June, 1944 








| Source: Boreal Institute for 
| Northern Studies, Hemstock, 1945. 


Mi. Eduni 


! 
Ny mpe 
LRM Ey100) 


“aus J 




















SYMBOLS 2 ie 


Canol No.1 
Pipeline 


ENE Canol Road 





DIL 






Line cut, 
alt ernat e 

cteeeccceee route pro- 
osed by 
Blanchet č 


eos 


Pumping 
, station `& 
st. 1740 elevation 


Bead, Mile 
vo Camp Canol 


[ -8677 


D 


/ 


Elevations in feet. 
Mileage in miles. 


£HoyvVy 






William C. Wonders M 
niversity of Alberta 





ap Callecton 
(taries 


$ 


